UNIVAC Mass Storage Subsystem 


FASTRAND™E 


Storage Capacity per Unit: 132,120,576 
characters. Average Access Time: 92 
milliseconds. Recording Density: 1,000 
bits per inch. Tracks per inch: 106. Drum 
Speed: 870 rpm. Moveable Read/Write 
Heads: 64, Fastbands (Fixed Read/ 
Write Heads): 24. Fastband Average 
Access Time: 35 milliseconds. Fastband 
Storage Capacity per Unit: 258,048 char¬ 
acters. - 
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